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E.O. 11652: N/A 
TAGS: CCMS/ENRG 

SUBJECT: CCMS: INDUSTRY MEETING ON ENERGY CONSERVATION 
IN THE CHEMICAL INDUSTRY 

REF: STATE 40174 

WE DISCUSSED SUBJECT MEETINQ WITH J. M. ROWELL, ASSIS- 
TANT SECRETARY, SOCIETY OF CHEMICAL INDUSTRY, WE ALSO 
BRIEFED HIM ON CCMS INDUSTRIAL DATA BASE ENERGY CON- 
SERVATION PROGRAM AND AGREED TO PROVIDE THE SOCIETY 
WITH BACKGROUND MATERIALS ON PROGRAM FOR CIRCULATION 
AMONG THEIR MEMBERS. ROWELL WILL SEND US ABSTRACTS 
ON PAPERS PRESENTED DURING MEETING WHICH WE WILL 
POUCH TO DEPARTMENT FOR CCMS COORDINATOR. FULL REPORT 
ON MEETING WILL BE PUBLISHED IN SOCIETY'S JOURNAL 
"CHEMISTRY AND INDUSTRY." WE WILL FORWARD COPIES OF 
THIS WHEN AVAILABLE - PROBABLY IN LATE MAY OR EARLY 
JUNE. 
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